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ST. MARY'S CHURCH 


ST. MARY'S CHURCH, WINDSOR, 


The St. Mary’s Church, Devonshire Road, built in 1900 
by Hiram Walker, is one of the most picturesque edifices in 
Canada. The church is of typical English design, construc- 
tion and surroundings. People of the Church of England 
faith worship here. A 
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